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®  Ontario  ministry  of  environment  and  energy 

Server  use  Compliance, 
Monitoring  and 
Enforcement  ISystem 

(SCME) 


k^ewer  use  Compliance  Monitoring  and 
Enforcement  System  (SCME),  a  custom 
software  application,  was  developed  by  the 
Ministry  of  Environment  and  Energy  in 
support  of  the  Sewer  Use  By-law.  It  is  used 
by  more  than  20  municipalities  on  a  volun- 
tary basis.  SCME  maintains  an  inventory  of 
all  non-domestic  sewer  users  in  a  munici- 
pality, as  well  as  sampling  and  enforcement 
information  on  non-domestic  sewer  users  in 
industrial  sectors  identified  in  the  Sewer 
Use  By-law. 


In  1988  the  ministry  sijrveyed  municipalities  on  the  state  of 
municipal  sewer  use  in  Ontario.  The  survey  showed  that 
there  was  no  clear  standard  for  recording  sewer  use  informa- 
tion. Record  keeping  practices  ranged  from  hard  copy,  text 
and  spreadsheet  files  to  very  simple  data  management  sys- 
tems. This  made  evaluation  of  data  very  difficult  and  justified 
the  need  for  a  uniform  data  management  system  for  the 
province. 

SCME  is  a  multiuser  application  developed  using  CLIPPER 
version  5.01.  SCME  runs  on  a  DOS  stand-alone  system  or  a 
DOS  Local  Area  Network,  making  it  suitable  for  use  in  any 
municipality. 

SCME  maintains  an  inventory  or  master  list  of  all  non- 
domestic  sewer  users  in  a  municipality.  You  begin  by  sending 
all  dischargers  a  short  questionnaire.  The  purpose  of  this 
questionnaire  is  to  identify  those  who  are  discharging  process 
wastewaster  or  any  contaminated  wastewater  ■ —  e.g.  contact- 
ing cooling  water  or  washdown  water  to  the  sewer  system. 
These  dischargers  must  be  surveyed  further  to  determine 
whether  they  are  major  contributors  of  pollution  to  the  sewer 
system.  Dischargers  of  sanitary  sewage  only  or  dischargers  of 
clean  water  to  the  storm  sewers  are  kept  on  file,  but  no  fur- 
ther data  are  collected  on  them. 

SCME  maintains  an  Industrial  Waste  Survey  Report  (IWSR) 
on  all  potential  contributors  of  pollution  to  the  sewer  system. 
The  information  obtained  in  the  IWSR  deals  primarily  with 


industrial  processes  and  wastewater  quality  and  quantity  and 
assists  staff  to  determine  monitoring  and  sampling  program 
requirements. 

Once  a  discharger  has  been  identified  for  monitoring  and 
sarnpling,  SCME  enables  staff  to  record  detailed  analytical 
sample  results  and  enforcement  information  such  as  inspec- 
tions, violations  and  enforcement  actions  taken. 

SCME's  Custom  Report  Generator  function  enables  a  munic- 
ipality to  create  customized  reports  which  can  be  viewed 
on  screen,  printed  or  saved  and  exported  to  other  software 
packages  such  as  Wordperfect  and  Lotus  1-2-3.  This  allows 
municipalities  to  incorporate  data  stored  in  SCME  into  cor- 
respondence, reports  and  graphs  for  presentations  and  work- 
load planning. 

Some  of  the  benefits  of  the  system  are: 

•  SCME  provides  a  province-wide  standard  for  efficient 
sewer  use  data  management. 

•  SCME's  Custom  Report  Generator  will  generate  the 
information  required  by  the  MOEE  for  audits. 

•  SCME  can  be  implemented  on  a  computer  network  or 
on  a  stand-alone  computer. 

•  SCME  will  save  municipalities  the  time  and  money 
it  would  take  to  develop  their  own  data  management 
system. 


For  further  information  about  SCME,  please  contact: 

Mr.  Enzo  DiStefano 
Municipal  Programs  Section 
Program  Development  Branch 
Ministy  of  Environment  and  Energy 
40  St.  Clair  Ave.  W.  14th  Floor 
Toronto,  Ontario  M4V  1M2 

Telephone:  (416)  314-3897 
Fax: (416)  314-3918 
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